To:  Nattis,  Randy[Nattis. Randy@epa.gov];  Tingley,  Kevin[Tingley. Kevin@epa.gov] 

Cc:  Eoc,  Epahq[Eoc. Epahq@epa.gov] 

From:  Harris-Bishop,  Rusty 

Sent:  Mon  8/1 0/2015  6:57:03  PM 

Subject:  RE:  Gold  King  Mine  - PIO  identified? 


The  PIO  in  the  JIC  is: 


Libby  Faulk,  Program  Manager 

Public  Affairs  and  Community  Involvement 

faulk.libbv@epa.gov 

303-312-6083 


I believe  media  calls  are  also  be  answered  by  the  Region  8 office  in  Denver.  Paula  Davis  is  the 
Public  Affairs  Director. 


Paula  J.  Smith 

Director,  Office  of  Communication  and  Public  Involvement 

Phone:  303.312.6630 
Cell:  303.882.9550 


Rusty 


Rusty  Harris-Bishop  * Superfund  Project  Manager  • Communications  Liaison  • US  Environmental  Protection  Agency  • 
75  Hawthorne  Street  • San  Francisco,  CA  • 94105  • 415.972.3140  • 415.694.8840  (c) 


2411955 


ED  000552E  00002785-00001 


From:  Nattis,  Randy 

Sent:  Monday,  August  10,  2015  12:25  PM 
To:  Tingley,  Kevin 

Cc:  Eoc,  Epahq;  Harris-Bishop,  Rusty 
Subject:  Re:  Gold  King  Mine  - PIO  identified? 


Rusty. 


Thanks. 

Randy  B.  Nattis 

Federal  On  Scene  Coordinator 

U.S.  EPA  Region  IX 

nattis.randv@epa.gov 
Phone  - (415)940-1108  - Cell 


On  Aug  10,  2015,  at  8:56  AM,  Tingley,  Kevin  <Tingley .Kevin@epa.gov>  wrote: 
Hi  Randy, 


Please  let  me  know  if  a PIO  has  been  yet  identified  for  this  incident. 


Thanks, 


-Kevin 


Kevin  Tingley,  P.E. 
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US  Environmental  Protection  Agency 
Water  Security  Division 
1200  Pennsylvania  Ave  NW  (4608T  ) 
Washington,  DC  20460 

202-564-4619  (o) 

202-689-9402  (c) 
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